THE MOODY CHURCH 

Office Address: 1609 N. LA SALLE ST. 
CHICAGO 14, ILL. 

Phone: Michigan 2-2265 
Main Auditorium — Over 4000 Seats 
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MOODY MEMORIAL CHURCH 


CHICAGO, ILL. 



“Sver ‘Welcome to this c ^{ouse of Qod are Strangers and the ^Poor” d. l. moody 


LOCATED BETWEEN CLARK AND LA SALLE STS. AT NORTH AVENUE 


3B-H574 

















